

Copyright Keystone                                                             f lci

A WIND TUNNEL, OVER 400 :FEET LONG, AT LANQLEY F^JLD WHERE EXPERIMENTS or THE NATIONAL
ADVISORY',COMMITTEE or AERONAUTICS ARE CONDUCTED
It consists of two giant funnels of 45 ft, dimeter separated by a glass and steel structure, on which is mounted the four-Waded
propeUer^hich can create an air stream of 115 m.p.h.
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